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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 306222 
ORIGIN OC-06 

INEO OCT-OI EUR-I2 ISO-00 CCO-00 OCPE-00 OCL-00 EBOE-OO 
A-OI SY-05 /025R 

DRAETED BY OC/S:W P CAMUTTRMJ 
APPROVED BY A/OC:W E NAEHER 
A/OC-EUR:D E SEDLACEK 
OC/S:D LACHMAN (ACTING) 

DESIRED DISTRIBUTION 
OC/PE 

004524 23I755Z/50 

OR23I734ZDEC 77 
EM SECSTATE WASHDC 
TO AMEMBASSY WARSAW IMMEDIATE 
INEO AMEMBASSY BONN 
AMEMBASSY LONDON 

CONEIDENTIAL STATE 306222 

BONN EOR RCO, LONDON EOR ATO 

E.O. 1 1652: XGDS-2 

TAGS: AEAC, ASEC 

SUBJECT: SHIFT PEP ENCLOSURE AIR CONDITIONER EAILURE- WARSAW 

REF: WARSAW 9268 

1 . REQUEST CLOSED DOOR OPERATION BE PURSUED TO MAXIMUM 
EXTENT POSSIBLE WHEN PROCESSING CLASSIEIED INEORMATION. 

TO HOLD DOWN HEAT, RECOMMEND ALL EQUIPMENT NOT REQUIRED BE 
TURNED OFE AS WELL AS MAJORITY OF INTERIOR LIGHTS. 

2. ADVISE WHEN AIR CONDITIONING SYSTEM IS OPERATIONAL. VANCE 

CONEIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 23-Dec-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE306222 

Document Source: CORE 

Document Unique ID: 00 

Drafter: W P CAMUTLRMJ 

Enclosure: n/a 

Executive Order: X2 

Errors: N/A 

Expiration: 

Film Number: D770479-1263 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19771220/aaaaaqvo.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 88b6cafd-c188-dd11-92da-001cc4696bcc 
Office: ORIGIN OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 78 WARSAW 9268 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 10-Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 137076 
Secure: OPEN 
Status: NATIVE 

Subject: SHIELDED ENCLOSURE AIR CONDITIONER FAILURE-WARSAW 
TAGS: AFAC, ASEC 
To: WARSAW 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/88b6cafd-c1 88-dd1 1 -92da-001 cc4696bcc 
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